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Column E Explanation 


Registration Number: 84-R-0040 

Number of animals used in this study: 43 

Species of animal in this study: Dog 

Explanation of the procedure producing pain and/or distress: 

This study was conducted as an evaluation of a time release drug for the treatment of 
psychotic disorders. The purpose of this study was to evaluate the potential clinical 
effect on the dopaminergic receptors of the brain. There were several dose levels of time 
release drug given to different groups of dogs in addition to daily oral dosed controls. 
The test drug has a therapeutic activity that is mediated through the antagonism of the 
Dopamine Type 2 and Serotonin Type 2 receptors. When ther^utic levels of the drug 
can be found in the brain, the drug will inhibit dopamine agonists. Therefore, the dogs 
were challenged with apomorphine w^ch is a known emetic through its action as a 
dopamine agonist. The result is some dogs experienced nausea and sometimes vomiting 
of a short duration. Apomorphine is used clinically in veterinary practice to induce 
vomiting. The nausea and vomiting last for a short time period and the dogs recover 
well. The use of apomorphine was necessary to give an indication of the clinical 
effectiveness of the time release properties of the test compound as compared with 
standard daily oral dosing. 
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